Brett Lorenzo Favre is a former American football quarterback who played in the National Football League for 20 seasons, primarily with the Green Bay Packers. Favre had 321 consecutive starts from 1992 to 2010, including 297 regular-season games, the most in league history. Wikipedia
Born: October 10, 1969 (age 51 years), Gulfport, MS
Career end: 2010
Height: 6′ 2″
Spouse: Deanna Favre (m. 1996)
School: The University of Southern Mississippi